STYLE REF: RF270 Rock Fall’ 


STYLE NAM E: EXCAVATE INDUSTRY DEFINING SAFETY FOOTWEAR 


SPECIFICATION: EN ISO 20345:2011 S5 CI SRC | UK 3-14 WHOLE SIZES) | COLOUR: BLACK 
100% NON-METALLIC WITH PROTECTIVE TOECAP AND MIDSOLE, EXCAVATE IS A HIGH SPECIFICATION PU 


UPPER AND SOLID NITRILE RUBBER OUTSOLE WELLINGTON. IT FEATURES AN ANTIBACTERIAL INNER LINING 
AND A PU COMFORT FOOTBED WITH ADDITIONAL INSULATION PROPERTIES. 
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Upper Material 
Waterproof PU 
Protective Components 
Protective fibreglass toecap and composite anti-penetration flexi-midsole 
Lining Materials 
Antibacterial lining 
Scuff Cap and Outsole 
Solid nitrile rubber outsole 
Footbed 
PU anti-fatigue comfort footbed 


SUBJECT TO CHANGE WITHOUT PRIOR NOTICE: 01/04/2022 


Find this product at https://www.rockfall.com/products/excavate 


Browse all products at https://www.rockfall.com/products 
PROUDLY MANUFACTURED BY ROCK FALL UK, MAJOR HOUSE, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS 


